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ORIGIN EUR- 12 

INFO OCT-01 ISO-OO COME-OO OPIC-06 EB-07 /026 R 

DRAFTED BY EUR/SE:RRDELABARRE:VSS 
APPROVED BY EUR/SE:NCLEDSKY 
COM/OIM:ACORRO (SUBSTANCE) 

COM/BIC/OED/MEPD:WHAIM (S'BS) 

031685 

R 160019Z JUL76 
FM SECSTATE WASHDC 
TO AMEMBASSY ANKARA 
AMCONSUL ISTANBUL 
AMCONSUL IZMIR 

UNCLAS STATE 176136 

E.O. 11652: N/A 

TAGS: BBSR, BENC, TU 

SUBJECT: IRON ORE REDUCTION PLANT - IZMIR 

MIDREX CORP., CHARLOTTE, NO. CAROLINA, IS PREPARING UNDER 
CONTRACT TO EDAS OF IZMIR A PROPOSAL FOR SUPPLY AND EREC- 
TION OF A COAL GASIFICATION/DIRECT IRON ORE REDUCTION PLANT 
IN TURKEY. STUDY NECESSITATES SECURING BIDS FROM TURKISH 
SUPPLIERS. MIDREX REPS WOULD BE IN ISTANBUL WEEK OF AUG 1 
TO CONDUCT VENTURE REVIEWS. WE WOULD APPRECIATE IF POS- 
SIBLE BY COB JULY 21 INFORMATION ON RECOMMENDED MAJOR 
SUPPLIERS IN TURKEY OF THE FOLLOWING TYPES OF EQUIPMENT: 

1 . STRUCTURAL STEEL SUPPLY. FABRICATION AND ERECTION - 
TONNAGE APPROXIMATELY 850 M.T. STRUCTURAL AND 800 M.T. 
PLATE FABRICATION. CONTRACT VALUE $3-4 MILLION. 

2. MECHANICAL AND PIPING FABRICATION AND ERECTION - IN- 
CLUDES SUPPLY OF SOME EQUIPMENT. TOTAL VALUE OF CONTRACT 
$5 MILLION ERECTION, AND UP TO $15 MILLION SUPPLY. 
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3. BLOCK MATERIAL HANDLING - SUPPLY AND ERECTION. CON- 
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TRACT VALUE $1. 5-2.5 MTU, TON. 

4. REFRACTORY SUPPLY AND INSTALLATION INCLUDES EXTERNAL 

INSULATION AND LAGGING AS WELT. AS ALL FIRE BRICK, INSULAT- 
ING BLANKET. HIGH ALUMINA BRICK, SPECIAL SHAPES, MOTORS 
AND CASTABLES. CONTRACT VALUE ABOUT $1 MILLION. 

5. ELECTRICAL AND INSTRUMENTATION SUPPLY AND INSTALLATION- 
INCLUDES INTEGRATED CONTROL PANEL, SWITCH GEAR, MCC BUILD- 
ING, POWER DISTRIBUTION, CONTROL CIRCUITS, INTRA-PLANT 
COMMUNICATION AND LIGHTING. CONTRACT VALUE $3-4 MILLION. 

6. CIVIL WORKS - INCLUDES DETAILED FOUNDATION DESIGN, SITE 
PREPARATION, PAVING, ALL FOUNDATIONS AND UNDERGROUND 
TRENCHING AND SOME HDAC AND BUILDING DESIGN. CONTRACT 
VALUE $2-3 MILLION. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE176136 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RRDELABARRE:VSS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760274-0552 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760750/aaaabrjr.tel 

Line Count: 78 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: vogelfj 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 APR 2004 by ThomasVJ>; APPROVED <31 JAN 2005 by vogelfj> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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